The  beautiful  stained  glass  chancel  window  in  the  FIRST 
PRESBYTERIAN  CHURCH,  Orlando,  Florida,  showin 
compassionate  Christ  with  arms  outstretched  to  su' 
mankind  with  the  invitation,  "Come  unto  Me."  /q 
Below,  the  parable  of  the  Good  Samaritan  is  dcveTo 
symbolically.  The  borders  portray  acts  of  Christian 
as  found  in  Matt.  25:35-36. 

The  window  was  designed  and  built  by  Dr.  HeLv 
Willet  of  Philadelphia,  the  foremost  stained  glass  artis 
in  America. 
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